Approved For Release 2006/1 FCnET BO00878R000200030029-0 


Dear Sids 


a Reference is made to your letter dated 23 March 1959, subject: 
Oks. 


in regards to reference letter the following action has been 
t 


One each MP-11691 K Rack Ser #4 and one each MP-11099 
H Rack Ser #3 has been shipped to you from the Depot. 


One each MP-11085 G Rack and one each MP~11022 J Rack are pree 
wently being used at Edwards AFB to test System VIT and it it 
requested we be allowed to keep them for approximately 120 daye in 
erder to complete the teste, 


The G and J Racks were damaged slightly during the last shipment 
and some cabling 1s missing, however, refurbishing of these racks can 
be accomplished at Edwards prier to reshipment to you. Your comments 
regarding the request in the paragraph above are requested. 


Sincerely, 
Dan 
Distribu : 
RP - Uontrace A-10l, Del, Fldr, #2 
3 = Commo 
4 = Materiel 


5 = Chrono, RI 
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